
Warning; The Surgeon General Has Determined 
Thai Cigarette Smoking Is Dangerous to Your Health. 


Bu; Uss than 0.5 mg. “tar”. 0.0b mg. nicotine; Sait Pack. Uanthol and 100’s Bo* I mg. “laT. 0.1 mg. nkoim, 
100‘s Soli Pick and tOtTs Menthol 5 mg. “tar”. 0.4 mg. meow* 120’s, 6 mg. ‘lat'. 0.6 mg. me*** 120‘s 
Menthol, 6 mg. ‘‘laf, 0J» mg. nicmina as par agarena. FTC Report Mar. ‘64. Sims: 6 mg. "tat*. 0.6 mg. 
nicoiina av. par ugaretit by FTC method. 
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Source: https://www.industrydocuments.ucsf.edu/docs/gyvlOOOO 
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